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MAIN  ALTAR  OF  ST.  FRANCIS  CATHEDRAL 
Santa  Fe,  New  Mexico 

The  Cathedral  is  the  center  of  the  far-reaching  Archdiocese 
of  Santa  Fe.  Its  construction  was  under  the  supervision  of 
John  Baptiste  Lamy,  the  first  Archbishop. 
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